DEPARTMENT  OF  HEALTH  AND  ENVIRONMENTAL  SCIENCES 

SOLID  WASTE  MANAGEMENT  BUREAU 


TED  SCHWINDEN.  GOVERNOR 


Room  A201 

COGSWELL  BUILDING 


STATE  OF  MONTANA' 


(406)  449-2821 


PLEASE  RE 


NTANA  59620 


July  16,  1981 


1 fjiv?1 


Montana  State  Library 


3 0864  1006  7380  8 


Board  of  County  Commissioners,  Lake  County  Courthouse,  Poison,  MT  59860 

Paddy  R.  Trusler,  Director,  Land  Service  Dept. , Courthouse,  Poison,  MT 

Environmental  Quality  Council  1209  8th  Avenue,  Helena,  MT 

Edmond  Brown,  Rt.  1,  Box  94,  Ronan,  MT  59864 

Tom  Ellerhoff,  Environmental  Sciences  Division,  DHES,  Helena,  MT 


Gentlemen; 

Pursuant  to  the  Administrative  Rules  of  Montana,  Section  16-2.2(2)-P2030 
Rule  IV,  the  following  Preliminary  Environmental  Review  has  been  prepared 
by  the  Department  of  Health  and  Environmental  Sciences  concerning! Edmond 
M.  Brown's  proposed  motor  vehicle  wrecking  facility,  Pablo,  Montana. 

The  purpose  of  the  Preliminary  Environmental  Review  is  to  inform  all 
interested  governmental  agencies,  public  groups  or  individuals  of  the 
proposed  action  and  to  determine  whether  or  not  the  action  may  have  a 
significant  effect  on  the  human  environment.  This  Preliminary  Environ- 
mental Review  will  be  circulated  for  a period  of  fifteen  (15)  days  at 
which  time  a decision  will  be  made  as  to  our  future  action. 

If  you  care  to  comment  on  this  proposed  action,  please  do  so  within 
the  allotted  time. 


LDM:vc 
Ends . 


D.  MITCHELL 
Solid  Waste  Management  Bureau 
Environmental  Sciences  Division 


gjfATE  DOCUMENTS  COLLECTION 


APR  1 1 1983 

MONTANA  STATE  LIBRARY' 
1515  E.  6fh  AVE. 

HELENA,  MONTANA  59629 


■AN  EQUAL  OPPORTUNITY  EMPLOYER " 
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DEPARTMC 


NT  OF  HEALTH  AND  ENVIRONMENTAL  SCIENCES 
Cogswell  Building,  Helena,  Montana  59601 
(406)449- 3946 


PRELIMINARY  ENVIRONMENTAL  REVIEW 


Di vi si on/Bureau Environmental  Sciences  Division/Solid  Waste  Management  Bureau 

Project  or  Application Frimnnd  M.  Brown 


Description  of  Project Ihe__app]_icant  has  proposed  to  establish  and  license  a private 

motor  vehi.cle--wr_eck.ing  facility  just  south  of  Pablo,  Montana.  The  att.arhpri 

map  shows  the  exact  location. : 


POTENTIAL  IMPACT  ON  PHYSICAL  ENVIRONMENT 


Comments  on 

Major  Moderate  Minor  None  Unknown  Attached  Pages 


3. 

4. 

5. 

6. 

7. 


8. 


9. 


Terrestrial  & aquatic 
life  and  habitats 
Water  quality,  quantity 
and  distribution 
Geology  & soil  quality, 
stability  and  moisture 
Vegetation  cover,  quant- 
ity and  quality 
Aestheti  cs 
Ai r qua! i ty 
Unique,  endangered, 
fragile,  or  1 i mi  ted 
environmental  resources 
Demands  on  envi ronrnen- 
tal  resources  of  land, 
water,  air  & energy 
Historical  and  archaeo- 
logical sites 


X 

X 

X 

X 

X 

X 

X 

X 

X 

_x 
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POTENTIAL  IMPACTS  ON  HUMAN  ENVIRONMENT 


structures  and 


Major  Moderate  Minor  None 


Comments  on 

Unknown  Attached  Paces 


2. 

3. 

4. 

5. 

6. 

7. 


Soci al 
mores 

Cultural  uniqueness 
and  diversity 
Local  and  state  tax 
base  & tax  revenue 
Agricultural  or  in- 
dustrial production 
Human  health 
Quantity  and  distri- 
bution of  community 
and  personal  income 
Access  to  and  qualit 
of  recreational  and 
wilderness  activities 
8.  Quantity  and  distri- 
bution of  employment 
Distribution  and 
density  of  population 
and  housing 
Demands  for  govern- 
ment services 
Industrial  & commer- 
cial activity 
Demands  for  energy 
Locally  adopted  en- 
vironmental plans  & 
goals 

Transportation  net- 
works & traffic  flows 


9. 


10. 

11. 

12. 

13. 


14. 


X 

X 

X 

- 

- 

X 

x 

X 

X 

-■ 

- 

X 

X 

- 

X 

X 

X 

X 

X 

X 

X 

Other  groups  or  agencies  contacted  or 

which  may  have  overlapping  jurisdiction  Lake  County  Planning  Office 


Individuals  or  groups  contributing  to  this  PER. 


Recommendation  concerning  preparation  of  EIS 

* — Z. A - j. 


Not  necessary 


/ ! ljy;  y { /UUdfcM 


PER  Prepared  by: 

(LARRYlT.'  MITCHELL 
Date: July  15.  1981 
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POTENTIAL  IMPACT  ON  PHYSICAL  ENVIRONMENT 


5.  Aesthetics 

The  Motor  Vehicle  Recycling  and  Disposal  law  requires  that  all  motor 
vehicle  wrecking  facilities  be  screened  from  publ ic  view  such  that  junk 
vehicles  are  not  visible  from  public  roads.  This  proposed  facility  is 
required  to  be  screened  on  all  four  sides  due  to  its  proximity  to  two 
public  roads  in  the  area.  The  applicant  plans  to  construct  a wood  fence 
around  the  vehicle  storage  area.  As  long  as  the  fence  is  constructed  in 
accordance  with  the  requirements  of  Section  16.14.202  ARM,  the  facility 
will  be  properly  shielded  from  view.  Those  requirements  describe  allowable 
screening  materials,  densities,  heights,  and  construction  techniques  for 
proper  shielding.  A license  to  operate  cannot  be  issued  until  the  facility 
is  screened  in  compliance  with  those  regulations  of  the  law. 


POTENTIAL  IMPACT  ON  HUMAN  ENVIRONMENT 

10.  Demands  for  government  services 

Periodic  routine  inspections  by  state  and  local  junk  vehicle  program 
officials  are  required  to  assure  that  motor  vehicle  wrecking  facilities 
are  maintained  and  operated  in  compliance  with  the  law.  A minor  amount 
of  administrative  efforts  is  required  in  establishing  office  files  on  the 
facility  and  in  routine  mailings  of  correspondence. 

13.  Locally  adopted  environmental  plans  and  goals 

The  establishment  and  operation  of  a motor  vehicle  wrecking  facility 
at  the  proposed  location  is  in  accordance  with  local  government  zoning 
and  ordinances  as  certified  on  the  application. 


MONTANA  DEPARTMENT  OF  HEALTH  AND  ENVIRONMENTAL  SCIENCES 
Environmental  Sciences  Division_ 

Solid  Waste  Management  Bureau 
Helena,  Montana  59601 


MOTOR  VEHICLE  WRECKING  FACJiL^lX 

APPLICATION  FOR  LICENSE 


Complete  this  form  and 


1)  Name  of  applicant: 

2)  Name  of  facility: 


return  with  attachments  to: 


> 


1 ^ 


Solid  Waste  Management  Bureau 
Montana  Department  of  Health  and 
Environmental  Sciences 
Room  A201,  Cogswell  Building 
Helena,  MT  59620 


-1*  W .v 


3)  Address:  Us  T \ t Si> 


-1  U 


(7 


-VV- 


&T  /«  <T  t 

■ , * 


4)  Size  and  legal  description  of  facility:  ^ 

-j  j - 7 ' 

\ , - -T  * :■ * ~ ■ r- 


— 


5)  If  you  are  not  the  owner  of  the  premises,  give  name  and  address  of  lessor  who  holds 
title  to  the  property: 

Name : c ■ 0-\a  O 

Address:  . - 

6)  Attachments:  a)  Map  of  city  or  county  showing  proposed  location  of  facility. 

b)  Drawing  of  proposed  facility  showing  especially  the  type  and 

adequacy  of  shielding  of  facility  from  public  view  and  location 
of  buildings. 


7)  I hereby  certify  that  the  site  of  the  planned  motor  vehicle  wrecking  facility  is 
in  accordance  with  local  government  zoning  and  ordinances  (to  be  signed  by 
appropriate  loc^l  government  official  having  knowledge  of  local  zoning  ordinances) 

TITLE:  T>  * » 


OF: 


(city  or  county)^  ' n 

G-o  Aoto  o~o  pC-A-S* 

8)  Date  (year  and  month)  that  your  facility  will  begin  operation:  ^ 1 

3^  ^ PHONE:  (e  - Ml  V,0 


SIGNATURE  OF  APPLICANT : _ — 


DATE: 
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